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Tenau elevator keeps on creating values for customers out of their 
expectations and tries to reach their higher demands with high-end 
customized services, so that customers can fully realize utonomous 
configuration, individual decoration and other allocation plans. 
Depending on industrial 4.0 manufacturing system,Tenau Elevator 
realizes the intelligent production and the tracking system for the guality 
of the elevators, so as to make sure to manage the product dguality and 
the administration. 

Not only limited to the carrier space, Tenau Elevator will integrate more 
intelligent interaction experiences, thus the elevator will be made 
playable, watchable and interactive. 

Utilizing internet and IOT to establish the intelligent service system, 
Tenau Elevator will provide renrote services for customers at anytime 


and anywhere and solve problems for the users. 


East of Xicheng Road,North of Lianyi Road, Nanxun Economic Development 
Zone,Nanxun District,Huzhou City,Zhejiang Province,P.R.China 
Phone:r86-18601458867 

Tel:* 86-0572-3765590 

URL:www.tenau.net 

E-mail:export(2tenau.com.cn 


Passenger Elevator 


Passenger elevator with small machine room 

Tenau passenger elevators with small machine room have improved its performance 
by reducing area of their machine rooms. With advantages in saving floor areas and 
construction costs, the elevators are applicable to office buildings, hotels and 
supermarkets. 





Tenau Elevator (China) Co., Ltd. finds Chinese customers take personal 
safety as the first priority. Tianfu elevators aims to provide Chinese 
market with the safest products by industrial standards and outstanding 
craftsmanship of Germany. 

When an elevator stops at a landing and opens up, any unregulated move 
of the elevator car without specific order will trigger the system 
protection device which could arrest such move to protect personal safety 
of passengers. 

Tenau Elevator (China) Co., Ltd. adopts world leading I0OT system to 
realize automatic monitoring, inspection and management of all elevators 
in a building. Regular data collection and timely trouble shooting could 
guarantee safety of elevators. 

When the door gets hit, the device will protect the door from derail and 
keep the door at its normal track. This could guarantee personal safety 
of passengers 


Freight Elevator 


Considerate designing 


This elevator is specifically designed for the transportation of cargoes, with many 
wide door opening modes and spacious yet sturdy car, suitable for 

the transportation of large cargoes and ensuring ttie safety wfien passengers and 
cargoes both present in the car.Technically, advanced CPU contrd is 

applied, realizing contact free control to elevate the performance of the elevator, 
making It the best choice for cargo transportation in factories, 

warehouses and malls, etc. 





According to the most updated norm for Elevator Manufacturing and 
Installation, from the CPU control to VF speed adJjusting system, from the 
area of the car to the selection of materials, from the functions to the 
details, these elevators are the ideal vertical transportation means for 
cargoes. 

This elevator is specifically designed for the transportation of cargoes, 
with many wide door opening modes and spacious yet sturdy car, suitable 
for the transportation of large cargoes and ensuring ttie safety wfien 
passengers and cargoes both present in the car. Technically, advanced CPU 
contrd is applied, realizing contact free control to elevate the 
performance of the elevator, making It the best choice for cargo 
transportation in factories, warehouses and malls, etc. 


Hospital Elevator 


High safety standard with sincere care 


Tenau high-guality medical elevator is developed on basis of deep researches on 
demands of medical institutions. Our company uses advanced technologies and 
humanized design to meet demands of doctors and patients for delivering stretchers 
and medical devices. The elevator is characterized by reliability, stability, accuracy, 
comfortable experience and energy efficiency. It can serve demands of modernized 
hospitals, medical centers and sanatoriums. 
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Tenau eye system remote monitoring elevator operation. Safety information 
is under control. 

24-hour service team awaits orders and can make responses anytime to solve 
the customer s demands for the first time. 


Villa Elevator 


Tenau high-end villa elevator, an era of gift-presenting consumption upgrading 


In this era of consumption upgrading,people need not only to install an elevator 
inside the villa,but also more sense of security and sense of guality. 


Tenau professional villa elevator inherits the product concept of "Precision, 
Customization, Profession'", applies more advanced intelligent and secure 
technology,chooses more superior material and eguipment,strives to produce 
secure, healthy, intelligent, comfortable and professional villa elevators, to be the 
upgrade choice of the modem people to pursue the perfect life guality. 





Tenau villa elevator provides lift car of multiple styles such warm and 
elegant, simple. By matching with multiple materials including wooden 
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rich configurations can be adapted to different decoration styles. If the 
existing eguipment can not meet your reguirements, Tenau villa elevator 
designers can even customize a perfect design plan to highly match your 
house style. 


Panoramic Elevator 


ATTRACTIVE & POPULAR 


TENAU Elevator sends out leaders' demeanor. 

It comes from innovative strength and excellent craft heritage from Germanic Nation. 
It re-defines elevator by noble posture. It wins international height by remarkable 
speed. 

TENAU conguers the world and climbs summit of industrial civilization. 

TENAU shows purely noble blood. It leads elevator industry and composes new 
centurial legend. 





TENAU Elevator gives a full use of Internet of Things technology. It 
successfully researches into and develops elevator running condition 
on-line monitor and trouble classification graded long-distance warning 
system. It fulfills organic linkage between elevator running condition 
testing & warning and emergency repair. lt grasps effective information 
as soon as possible. It is engaged in establishing TENAU elevator monitor 
and repair ecology network. It brings about the more prompt, effective, 
considerate, convenient TENAU services! 

Note: Extra charge is needed for this type of elevator. For details, please 
kindly consult TENAU Elevator Company. Thanks. 


